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FLOOR (EXISTING) EQUIPMENT TO BE PROVIDED: 

6 Video Visitation Systems to be wall mounted in housing provided by VENDOR (VV) 
4 Inmate Telephone Systems to be wall mounted (IMS) 



FLOOR (EXISTING) EQUIPMENT TO BE PROVIDED: 

5 Video Visitation Systems to be wall mounted in housing provided by VENDOR (VV) 

9 Video Visitation Systems to be counter top mounted in housing provided by VENDOR (VV) 

17 Inmate Telephone Systems to be wall mounted (IMS) 

6 Inmate Non-Contact Telephone Systems (face-to-face) to be wall mounted (PI) 

All necessary switches and ancillary equipment to be installed in Phone Office (shown in orange) 










